&® Audi A4 Wiring Diagram No. 112/1 


Multi-function steering wheel 
From August 2004 


Notes: 
Informations for 
@ Relay and fuse arrangements 


@ Connector arrangement 
@ Control units and relays 
@ Ground connections 


= Component Locations 
Informations for 
@ Troubleshooting Procedures 


=> Guided fault finding 
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Ignition/Starter Switch, Fuse 
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J527 
$13 
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Ignition/Starter Switch 
Instrument Cluster Control Module 

Steering Column Electronic Systems Control Module 

Fuse (on fuse/relay panel) 

16-Pin Connector, black, on steering Column Electronic Systems 
Control Module 

32-Pin Connector, blue, on instrument panel insert 


Ground Connection (behind instrument panel, right) 


Ground Connection 2 (in instrument panel wiring harness) 


) Threaded Connection 2 - terminal 30 (on relay panel) 


) Plus Connection (15) (in instrument panel wiring harness) 


Plus Connection (30) (in instrument panel wiring harness) 


) Plus Connection 3 (30) (in instrument panel wiring harness) 


Comfort System High-Bus Connection (in instrument panel wiring 
harness) 


Comfort System Low-Bus Connection (in instrument panel wiring 


' harness) 
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Left Multi-function Buttons on steering wheel 


£221 Control Module in Steering Wheel 
£439 Tiptronic Downshift Button (on steering wheel) 
£440 Left Multi-function Buttons (on steering wheel) 
G428 Heated Steering Wheel Sensor 
J453 Multi-function Steering Wheel Control Module 
J527 Steering Column Electronic Systems Control Module 
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Right Multi-function Buttons on steering wheel 


£221 Control Module in Steering Wheel 
( ) E438 Tiptronic Upshift Button (on steering wheel) 
E441 Right Multi-function Buttons (on steering wheel) 
F350 Spiral Spring 
H___ Signal Horn Activation 
J453_ Multi-function Steering Wheel Control Module 
J527 Steering Column Electronic Systems Control Module 
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ws = white 
sw = black 
ro = red 
br = brown 
gn = green 
bl = blue 
gr = grey 
fi = Tilac 
ge = yellow 
or = orange 
rs = pink 
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Driver's Airbag Igniter 


Control Module in Steering Wheel 
Spiral Spring 

Airbag Control Module 

Steering Column Electronic Systems Control Module 

Driver's Airbag Igniter 

Driver's Airbag Igniter 2 

4-Pin Connector, yellow, connector station: module carrier in interior 
Heated Steering Wheel 

Activity with CAN-Bus (Data bus) through Driver's Heated Seat Adjuster 
in AIC Control Head 


<fo:exter Short circuit bridge becomes effective when connector is unplugged 
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